BILL NO. R-f2-.02-.43 


RESOLUTION NO. R- Q 7 - 7 


RESOLUTION authorizing payment for repairs to 
City-owned air conditioning condensing unit. 


WHEREAS, Arden Leakey, in an accident on September 29-, 
1971, damaged the 5 Ton Chrysler Air Conditioning Condensing 
Unit on the south side of Fire House No. 5 on the Bluff ton 
Road , and 

WHEREAS, settlement in the amount of $105.00 was paid by 
State Farm Insurance to the Controller's Office, which money 
was received into the General Fund, and 

WHEREAS, Pearson, Inc. has submitted an invoice for 
$105.00 for repair of said Condensing Unit, 

NOW, THEREFORE, BE IT RESOLVED BY THE COMMON COUNCIL OF 
THE CITY. OF FORT WAYNE, INDIANA: 

1. That the City Controller is hereby authorized to pay 
the claim of Pearson, Inc. in the amount of $105.00.. 



APPROVED AS TO FORI 


Read the first time in full and on motion by- 


seconded by 


to the Committee on 


and duly adopted;, read the second time by title and referred 

(and to the City Plan 


Commission for recommendation) (and Public Hearing to be held after due legal notice , at the 
Council Chambers, City-County Building, Fort Wayne , Indiana , on ________________ 
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day of 
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at 


o 1 clock 


P.M„, E.S.T. 


Date; 


CITY CLERK 


Read the third time in full and on motion by 


■ i 


g£— 


seconded by 




7 


and duly adopted , placed on its passage. 


Passed (-JsSS-T) by the following vote; 


AYES 


Burns 

Hinga 

Kruse 

Nuckols 

Moses 
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Date 
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0 
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CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne , Indiana , as 
4Zeateg-M5tp)-f Qfciiitii , a:l' ) '( ' Aanoxarbioii) ( S pecial) - (Appropriation) C- rdinanoe (Resolution) No A C) 7 "7 


on the 




day of 


-7 t^- 


7 
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ATTEST : 


(SEAL) 



the Mayor of the City of Fort Wayne, Indiana, on the 9 1 day 
197 at the hour of ^ -SP 7-,/ o’clock T-, 7 .M . ,E.S.T. 







CITY CLERK 




Approved- and. 


$py me this 




day of 




at the liour of y 


* o’clock 7L- .M., E.S.T. 



197' 


9 


EMERGENCY APPROPRIATION ORDINANCE 


WHEREAS', 'certain extraordinary emergencies have developed since the adoption of the existing 
annual budget, so that it is now necessary to appropriate more money than was appropriated 
in the annual budget; now, therefore, to meet such extraordinary emergencies: 

SEC. 1. Be it ordained by the Common Council of the City of Fort Wayne, Allen County, 
Indiana, that for the expenses of said municipal corporation the following additional sums 
of money are hereby appropriated and ordered set apart out of the several funds herein 
named and for the purposes herein specified, subject to the laws governing the same: 

AMOUNT REQUESTED AMOUNT APPROPRIATED 
________ $ $ 

Bill Ho. R-72-02-13 - RESOLUTION HO. K-07-72 

#10$ .00 psM by State Wmm Mmemm for repairs to aid eoaditicng ccndentsing unit 
on south side of Fir© House Ho. 5 on Bluff toa Hoad, pay to Pearson, Sms. 


SEC. 2 WHEREAS, it has been shown that certain existing appropriations now have 
unobligated balances which will not be needed for the purposes for which appropriated, it 
is further ordained that the following existing appropriations be reduced in the following 
amounts : 

AMOUNT REQUESTED AMOUNT REDUCED 
_________________________________________________ # $ 


Adopted this sy n day of Lldguary ? 19 r /p 
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NAYS 


ATTEST : 


City Clerk 
Issued 9-21-64 

State Bd» of Tax Commissioners 


